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2001 AIRWAY AVENUE 
FORT COLLINS, CO 80524 
www.paravion.com 


CAGE CODE 
3CMA0 
THREADS 
INTERNAL: CLASS 2B 
EXTERNAL: CLASS 2A 
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-10 DOUBLER 
MATERIAL: 6061 T6 ALUMINUM PER QQ-A-250/11, AMS4027 
STOCK SIZE: 0.040" THICK SHEET 
FINISH: MIL-PRF-23377 TYPE 1 CLASS N POLYAMIDE PRIMER 
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